DOCKETED ITEMS     119
8503200440 Forwards application for amend to License DPR-66,consisting of Rev 1 to Proposed OL Change Request 104,clarifying min Mode 3 reactor coolant loop operating conditions.
CAREYJ.J. Duquesne Light Co. 85/03/08. VARGA.S.A. Operating Reactors Branch 1. 1p. 29430:055-29430:062.
-8503200443 Application for amend to License DPR-66,consisting of Rev 1 to Proposed OL Change Request 104,clarifying min Mode 3 reactor coolant loop operating conditions. CAREY.J.J. Duquesne Light Co. 85/03/08. 3pp. 29430:056-29430:058.
-8503200446 Proposed Tech Spec changes re Mode 3 reactor coolant loop operating conditions.
*  Duquesne Light Co. 85/03/08. 4pp. 29430:059-29430:062.
8503190434 Forwards addl fee requested in NRC 850222 Itr for 830714 application for amend to License DPR-66 consisting of Tech Spec Change Request 86. GRADA.K.D. Duquesne Light Co. 85/03/13. License Fee Management Branch. 1p. 29407:067-29407:067.
8503250461 Forwards request for addl info re util responses to Generic Ltr 83-28,ltems 2.2.2 & 4.5.3.Info requested within 60 days for Item 2.2.2 & within 90 days for Item 4.5.3.
VARGA.S.A. Operating Reactors Branch 1. 85/03/13. CAREY.J.J. Duquesne Light Co. 5pp. 29500:001-29500:005.
8503270020 Forwards revised nuclear group directive & site administration procedures.per 840510 response to Generic Ltr 83-28Jtem 2.2.2, "Vendor Interface." CAREY JJ. Duquesne Light Co. 85/03/18. EISENHUT.D.G. Division of Licensing. 4pp. 29527:331-29527:361.
-8503270022 Revised site administrative procedures.including Rev 4 to Chapter 4 re administrative controls & Rev 0 to Chapter 24 re correspondence control.
*  Duquesne Light Co. 85/03/14. 27pp. 29527:335-29527:361.
8503270345 Forwards addl info in support of application for amend to OL to eliminate Tech Spec.App B in response to 850122 Itr.Soil sample data obtained from samples taken 830618 & 840420 encl.
CAREY.J.J. Duquesne Light Co. 85/03/21. VARGA.S.A. Operating Reactors Branch 1. 7pp. 29525:124-29525:130.
8503060540 IE Info Notice 85-019. "Alleged Falsification of Certifications & Alteration of Markings on Pipings.Valves & Fittings." Svc list encl.
JORDAN,E.L, Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503250440 Forwards Insp Rept 50-334/84-31 on 841217-21 & notice of violation. MARTINJ.T. Region 1, Office of Director. 85/03/11. CAREY.JJ. Duquesne Light Co. 2pp. 29500:316-29500:324.
-8503250443 Notice of violation from insp on 841217-21.
* Region 1. Office of Director. 85/03/11. 2pp. 29500:318-29500:319.
-8503250447 Insp Rept 50-334/84-31 on 841217-21.Violation noted:failure to conduct QC program to assure compliance W/10CFR61.55 & 61.56 & failure to conduct audits of transportation activities per 10CFR50,App B.
CLEMONS.P., DRAGOUN.T., SHANBAKY.M. Region 1, Office of Director, 85/03/06. 4pp. 29500:320-29500:324.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list enct.
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503200250 EN-85-026:on 850319,notification of significant enforcement action & proposed imposition of civil penalty in amount of $50,000 to be issued.Action based on failure to maintain containment integrity from 841223-26.
BEACH.B., AXELRAD.J. Director's Office, Office of Inspection and Enforcement. 85/ 03/14. 1p. 29432:117-29432:117.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co, of New York. Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
Q. inspection reports, IE Bulletins & correspondence
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503180303 Responds to NRC Itr re violations noted in Insp Rept 50-334/84-21.Corrective actions:ion-chromatograph to analyze samples for chloride content in event in-line sys unavailable purchased.
CAREY.JJ. Duquesne Light Co. 85/02/28, MARTINJ.T. Region 1. Office of Director. 2pp. 29386:028-29386:029.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8503180381 Responds to NRC 850130 Itr re violations noted in Insp Rept 50-334/84-33,Corrective actions:termination radiation exposure rept issued for individual terminated on 840727. Instruction issued to require exposure rept.
SIEBER.J.D. Duquesne Light Co. 85/03/01. WENZINGER.E.C. Region 1, Office of Director. 6pp. 29384:174-29384:179.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. f09pp. 29484:193-29481:300,
8503110224 Ack receipt of 850206 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-334/84-25,
MARTINJ.T. Region 1, Office of Director. 85/03/05. COREY.JJ.-Duquesne Light Co. 2pp. 29287:358-29287:360.
-8503110229 Responds to NRC 850111 Itr re violations noted in Insp Rept 50-334/84-25.Corrective actions withheld (ref 10CFR73.21).
SIEBER.J.D. Duquesne Light Co. 85/02/06. STAROSTECKI.R, Region 1, Office of Director. 1p. 29287:360-29287:360.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503110543 Forwards Insp Rept 50-334/85-02 on 850108-0219 & notice of violation. WENZINGER.E. Region 1, Office of Director. 85/03/07. CAREYJ. Duquesne Light Co. 2pp. 29286:048-29286:070.
-8503110545 Notice of violation from insp on 850108-0219. * Region 1, Office of Director. 85/03/07. 2pp. 29286:050-29286:051.
-8503110549 Insp Rept 50-334/85-02 on 850108-0219.Violation noted: failure to test check valves & failure to specify & use only QA Category 1 components to meet Tech Spec min vol requirements for boric acid storage sys.
TROSKOSKI.W.; JOHNSON.D., TRIPP,L Region 1, Office of Director. 85/03/04. 19pp. 29286:052-29286:070.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060197 "NPDES Monthly Discharge Rept for Jan 1985." W/850225 Itr. STEAD.LS., DEVOS.D.H. Duquesne Light Co. 85/01/31. REID.R.W. Operating Reactors Branch 4. 33pp. 29237:076-29237:095,
8503150019 Forwards "Effluent & Waste Disposal Semiannual Rept.Second Half 1984." Documentation of effluent monitoring instrumentation not returned to operable status within 30 days provided as Table 6.
CAREYJJ,   Duquesne  Light Co.   85/02/26.   Region   1,  Office  of  Director.  3pp. 29391:182-29391:277.
-8503150021 "Effluent & Waste Disposal Semiannual Rept.Second Half 1984." * Duquesne Light Co. 84/12/31. 93pp. 29391:185-29391:277.
8503220252 Annual rept of addl challenges to pressunzer PORVs or pressurizer safety valves for 1984,No challenges to any safety valves or PORVs occurred during 1984. CAREY.J.J. Duquesne Light Co. 85/02/28. MURLEY.T.E. Region 1, Office of Director, 2pp. 29475:208-29475:208.
S. Reportable occurrences, LEBs & related correspondence
8502090015 Responds to FOIA request for 14 categories of records written during or since 1983 re reportable events.Forwards Apps A & B documents.Documents also available in PDR.App C documents withheld (ref FOIA Exemption 5). FELTONJ.M. Division of Rules and Records. 84/07/03. TOTTEN.M. Public Citizen Litigation Group. 18pp. 28823:004-28826:334.
8503190194 LER 85-003-00:on 850116.feeder breaker 3-3 opened from vital bus III to portion of protection Channel III.Reactor tripped.Cause unknown.Breaker 3-3 removed & replaced w/tested spare.W/850214 Itr.
DRUGA,RJ., LACEY.W.S. Duquesne Light Co. 85/02/14. MURLEYJ.E. Region 1, Office of Director. 4pp. 29445:247-29445:250.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
DOCKET 50-335 ST. LUCIE PLANT, UNIT 1
F. Security, medical, emergency & fire protection plans
8503070025 Forwards Insp Repts 50-335/84-33 & 50-389/84-39 on 841118-1215-No violations or deviations noted.
BROWNLEE.V.L Region 2, Office of Director. 85/01/14. WILLIAMS.J.W. Florida Power & Light Co. 2pp. 29268:070-29268:071.
-8503070030 Insp Repts 50-335/84-33 & 50-389/84-39 on 841118-1215,No violations or deviations noted.Major areas inspected:maint & surveillance observation,LERs,info notices.reactor trips, fire in containment & licensee actions on TMI action items. FEIERABEND.C.D., BIBB.H.E., ELROD.SA Region 2, Office of Director. 85/01/11 13pp. 29268:072-29268:084.
8503070607 Ack receipt of 850110 Itr re emergency exercise scheduled for Mar 1985.Comments will be made following evaluation of final scenario & controller mes-
BROWNLEE.V.L Region 2, Office of Director. 85/02/05. WILLIAMS.J.W. Florida Power & Light Co. 1p. 29265:338-29265:338.ety.Equipment qualification program complies W/10CFR50.49 & proposed resolutions of deficiencies identified in 821216 SER acceptable.
